United States Department of Agriculture 
Animal and Plant Health Inspection Service 



INSPECTION REPORT 



AMARILLO WILDLIFE REFUGE, 
INC. 


4401 REDDING RO 
AMARILLO, TX 79124 


All redactions on this page are pursuant to (b)(6) & (b)(7)(c). 


Customer ID: 3905 
Certificate: 74-C-0486 

Site: 001 



Inspection 

Type: ROUTINE INSPECTION 
Date: AUG-18-2003 


This inspection and exit interview conducted with T. Jeff Chelf, ACI an 



on 18 Aug. 2003. 


NO NON-COMPLIANCES IDENTIFIED THIS INSPECTION. 


End of Report. 
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